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To  the  Chairman  and  Members  of  the 
Lanchester  Rural  District  Council. 

Gentlemen, 

The  area  of  the  district  is  51,151  acres;  the 
surface  is  hilly,  a  ridge  running  from  East  to  West 
divides  the  district  into  two  unequal  parts,  with 
branches  of  this  ridge  dividing  the  surface  into  hills 
and  valleys  ;  the  ridge  being  occupied  by  Urban 
districts  The  surface  consists  of  sand,  shale,  sand¬ 
stone  and  clay  forming  the  upper  layers  of  the  coal 
measures  of  the  carboniferous  series.  The  population 
of  the  rural  district  at  the  census  of  1911  was  32,237 
and  the  estimated  population  at  the  middle  of  1914 
would  he  34,116  The  inhabitants  consist  mostly  of 
miners  with  a  considerable  number  of  agricultural  and 
other  industrial  people.  The  amount  of  unemployment 
is  small  and  of  poor  law  relief  proportional. 

The  district  is  supplied  with  water  for  the  most 
part  by  the  Weardale  and  Consett  Water  Company  in 
the  portion  of  their  area  termed  “  Consett  Area  ”  with 
the  exception  of  Cornsay  Colliery,  Hamsteels  Colliery, 
Langley  Park,  Ushaw  Moor,  Hedleyhope,  Cornsay 
Village  and  Esh  Winning  which  are  included  in  the 
“  Weardale  Area  ”  of  supply.  The  isolated  agricultural 
villages  are  dependent  on  local  springs,  etc.,  which  are 
however,  fairly  reliable.  During  the  year  the  supply 
in  the  “  Consett  Area  ”  has  been  very  seriously 
deficient  and  for  a  month  the  supply  was  cut  off 
except  for  one  hour  in  forty-eight ;  for  a  longer  period 
a  less  restriction  was  in  force.  This  refers  to  domestic 
supply  ;  the  supply  for  manufacturing  and  flushing 
purposes  was  still  further  restricted.  This  shortage 
led  to  a  more  than  usual  prevalence  of  diarrhoea  and 
probably  to  a  number  of  the  cases  of  enteric  fever  at 
Burnhope  where  the  quality  of  water  supplied  was 
unsatisfactory.  The  want  of  pressure  at  Burnhope 
mentioned  last  year  still  continues. 
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The  district  is  fairly  satisfactorily  drained  and 
sewered  ;  the  most  of  the  villages  are  properly  sewered 
and  have  disposal  works.  Isolated  houses  and  farm¬ 
steads  are  drained  into  cesspools  and  over  the  land. 

During  the  year,  Waskerley  Council  and  Langley 
Park  Council  Schools  have  been  closed  on  account  of 
Diphtheria,  and  New  Cornsay  RC.  and  Medomsley 
Edge  Council  Schools  on  account  of  Measles. 

Most  of  the  schools  are  supplied  with  water  by 
the  Weardale  and  Consett  Water  Company, 

The  dairies  and  cowsheds  are  all  supervised  and 
there  has  been  no  serious  cause  of  complaint  as  to 
cleanliness  or  quality  of  milk. 

No  cases  of  diseased  meat  or  meat  unfit  for  food 
have  been  found  in  the  course  of  inspection,  and  the 
slaughter-houses  were  found  in  fairly  satisfactory 
condition,  but  the  provision  of  public  abattoirs  is  very 
desirable. 

The  Public  Health  administration  of  the  district 
comprises  the  Medical  Officer  of  Health,  two  Sanitary 
Inspectors  and  two  Lady  Health  Visitors. 


The  Hospital  accommodation  for  infectious  diseases 
includes  the  two  Isolation  Hosnitals  at  Leadgate  and 
Langley  Park  in  the  Pural  District  and  one  at 
Tanfield  in  the  Urban  District  of  Tanfield,  which  are 
administered  by  the  Joint  Hospital  Board  representing 
the  Urban  Districts  and  Pural  District  in  the 
Lanchester  Union.  There  is  also  a  Tuberculosis 
Sanatorium  at  Maiden  Law  and  a  Smallpox  Hospital 
at  Howden  Bank. 
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Chemical  and  Bacteriological  examinations  are 
undertaken  under  the  County  Council  of  Durham  and 
a  number  of  these  are  made  each  year  in  suspected 
cases  of  Tuberculosis,  Enteric  Fever  and  Diphtheria 

Disinfection  of  premises  where  infection  ^ 
has  occurred  is  carried  out  under  the  direct  ion  oi  n 
Sanitary  Inspectors. 

In  cases  of  Tuberculosis,  the  Medical  Officer  of 
Health  and  the  Lady  Health  Visitor  inspect  the 
premises,  give  instructions  on  Sanitary  precautions  to 
be  taken  and  arrange  for  patients  attendance  at  the 
Tuberculosis  Dispensary. 

In  case  of  death  from  Tuberculosis,  the  pten-i-- 
are  disinfected  under  the  direction  of  the  Sa .  i  n  y 
Inspector. 

The  nett  deaths  belonging  to  the  ffistr  ei  ■  en 
486,  an  increase  of  17  on  the  number  for  i  9  s but  on 
the  increased  population  a  slightly  decreased  rate  of 
14  24  compared  with  14  49  for  1913. 

The  number  of  deaths  occuriing  before  the  age  of 
one  year  was  147  compared  with  144  in  1913 

Diphtheria  caused  19  deaths,  a  rate  of  0  55 
per  1,000  per  annum  and  a  percentage  mortality  of 
13' 4  on  a  notified  number  of  cases  of  134. 

Scarlatina  caused  5  deaths  at  a  rate  of  0*14 
per  1,000  and  mortality  of  1*7  per  cent  on  288  cases 
notified. 

7  deaths  occurred  from  Enteric  Fever  at  a  ra  e  of 
0'20  per  1.000  and  29  per  cent  on  a  return* d  -o 
of  24  cases 
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24  deaths  were  caused  by  Whooping  Cough  an 
increase  of  19  deaths  over  year  1913  and  an  annual 
rate  of  0  096. 

One  death  occurred  from  Measles  and  3  from 
Influenza. 

Diarrhoea  was  unusually  prevalent  and  severe  in 
the  third  quarter  of  the  year  and  44  of  the  60  deaths 
from  it  occurred  in  the  3rd  quarter.  This  coincided 
with  the  worst  period  of  the  scarcity  of  water.  The 
annual  rate  was  1*74  compared  with  1*13  for  1913 
when  there  were  38  deaths, 

Pulmonary  Tuberculosis  (Phthisis)  caused  16 
deaths  and  42  cases  were  notified.  The  annual 
death-rate  was  0*46  and  case  mortality  38*3  per  cent. 

Tuberculosis  of  other  parts  of  the  body  caused 
14  deaths  out  of  52  cases  notified;  annual  rate  of 
0  41  and  case  mortality  of  26  9  per  cent. 

22  deaths  were  due  to  cancer.  20  Inquests  were 
held  during  the  year  and  4  uncertified  deaths 
were  registered. 

There  were  registered  in  the  district  a  nett 
number  of  births  1,040,  an  annual  birth-rate  of  30'48 
per  1,000. 

Cragiiead — The  whole  of  this  village  has  been 
inspected  during  the  year  ;  26  of  the  Wagtail  Cottages 
have  been  closed  and  demolished  ;  2  cottages  near  the 
Edward  Pit  have  been  closed  and  demolished  ;  28  new 
houses  have  been  built  and  occupied  during  the  year  ; 
50  are  now  in  course  of  erection,  and  plans  for  an 
additional  102  houses  have  boon  approved.  It  is  to 
be  hoped  that  the  rebuilding  of  the  old  houses  in 
Thomas  and  William  Streets  will  be  taken  in  hand  at 
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an  early  date.  The  four  old  houses  in  Edward  Street 
are  not  fit  for  occupation  and  should  be  closed.  The 
new  houses  being  built  are  of  an  improved  type,  mostly 
5  rooms  with  W  C  and  bath  The  back  streets  at  the 
Middles  and  Back  Railway  Street  are  being  made  up, 
and  other  streets  are  to  be  taken  in  hand  during  this 
year. 


Holmside — A  number  of  improvements  have 
been  made  to  property  at  this  village,  8  new 
ash-closets  have  been  built  in  place  of  privy  ashpits. 


Burnhope — The  whole  of  this  village  has  been 
inspected  during  the  year,  a  number  of  improvements 
have  been  carried  out.  Plans  were  approved  for 
14  new  houses,  but  they  have  not  been  proceeded  with. 
At  least  50  houses  are  required  here,  and  they  should 
not  be  less  than  5  rooms. 

Greencroft  Parish — 10  houses  have  been 
rebuilt,  one  has  been  closed,  and  a  closing  order  has 
been  made  for  another,  a  number  of  houses  have  been 
repaired,  and  new  ash-closets  built  for  18  houses 

Lanchester — The  7  back  tenements  at  Hollinside 
Terrace  for  which  a  closing  order  was  made,  have  been 
made  into  through  houses,  7  water-closets  have 
been  fixed  in  place  of  ashpit  privies,  5  new  houses 
have  been  built,  and  improvements  carried  out  to 
other  houses. 

Langley  Park — This  village  has  been  inspected 
during  the  year,  6  water-closets  have  been  fixed  in 
place  of  defective  and  insanitary  ashpit  privies,  and 
4  ash-closets  have  been  erected,  a  number  of  defects 
were  found  and  these  have  been  remedied. 
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Esh  Village — 6  water-closets  have  been  built  in 
place  of  ashpit  privies  a  new  drain  provided  for 
East  Terrace  and  Rutter  Square  and  considerable 
improvements  made  to  the  property,  the  property  at 
the  Hall  Road  requires  attention,  ash-closets  should 
be  built  for  The  Square  and  a  W.C.  provided  for  the 
Estate  Office. 

Esh  Hill  Top— Some  repairs  have  been  carried 
out  here,  but  a  number  of  the  houses  have  been 
damaged  by  subsidence,  and  will  require  considerable 
repairs.  Drains  have  been  provided  for  the  property 
at  the  East  end  of  the  village. 

Quebec — House  to  house  inspection  will  be  made 
of  this  village  during  1915.  The  closing  order 
made  on  .the  5  houses  at  Steadman’s  lane  has  been 

A  F 

determined  as  the  houses  have  been  made  habitable, 

f 

1  house  at  rear  of  Mrs.  Harrison’s  property  has  been 
closed  and  demolished,  6  W.C’s  have  been  fixed  in 
place  of  ashpit  privies. 

Ham  steels  Colliery— 20  ash-closets  have  been 
erected,  and  the  yards  of  10  houses  concreted.  Some 
repairs  have  been  carried  out,  there  are  still  a  number 
of  ashpit  privies  in  South  Street  and  East  Street,  and 
these  should  be  taken  in  hand  as  early  as  possible. 

Esh  Winning— A  new  sewer  has  been  laid  from 
back  Durham  Road  to  the  new  street  on  the  West 
side  of  Newhouse  Road,  and  also  the  length  of  sewer 
near  Waterhouses  Station  relaid  and  improved  in 
gradient.  A  new  house  and  business  premises  have 
been  erected,  4  W  C’s  have  been  built  in  place  of 
ashpit  privies,  and  general  repairs  carried  out  in  a 
number  of  houses,  1  closing  order  was  made,  and 
determined  after  the  house  had  been  repaired. 
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Esh  Colliery — Considerable  defects  were  found 
at  this  village,  the  attic  rooms  require  better 
ventilation,  some  of  the  kitchen  floors  were  of  quarls. 
defective  and  damp.  A  number  of  the  floors  have 
been  cemented  and  it  is  proposed  to  fix  Dormer 
windows  to  all  the  attics  and  otherwise  improve  the 
property. 

Ushaw  Moor  Colliery  and  Usiiaw  Moor 
East — The  Colliery  property  requires  considerable 
repairs,  many  of  the  floors  and  windows  are  defective, 
and  these  should  have  attention  as  early  as  possible, 

MEDOMSLEY  VILLAGE. 

Vicarage  View,  1-6 — Larger  windows  have  been 
fixed  in  the  bedrooms  of  these  houses,  which  has 
greatly  improved  the  light  and  ventilation,  the  yards 
have  been  cemented  and  the  premises  generally 
improved. 

Royal  Oak  Yard,  1-4— -Improvements  to  these 
Cottages  are  in  hand,  the  old  roofs  have  been  taken  off 
and  the  height  of  bedrooms  raised,  the  walls  are  to  be 
pointed  and  the  floors  in  kitchens  cemented. 

Fines  Cottages,  1-14— The  attic  above  the 
kitchen  in  each  of  these  houses  is  used  as  a  sleeping 
room,  the  only  means  of  light  and  ventilation  is  by  a 
skylight,  which  in  most  cases  was  found  to  be 
defective,  the  attention  of  the  Owners  has  been  called 
to  this  matter  and  they  have  decided  to  fix  dormer 
windows  in  each  house.  The  whole  of  the  ashpit- 
privies  have  been  pulled  down  and  ash-closets 
substituted. 

ALLENDALE  COTTAGES. 

West  Lane,  1-28— The  damp  and  insanitary 
areas  between  the  pantries  have  been  cemented  and 
he  drainage  for  each  house  improved. 
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There  are  a  number  of  houses  with  defective 
windows,  the  Owners  have  promised  to  have  these 
repaired  as  early  as  possible. 

WASKERLEY  VILLAGE 

Of  the  houses  inspected  at  this  place  twenty-four 
were  found  to  be  defective,  either  in  roof,  walls,  or 
defective  yard  paving,  and  in  thirteen  houses  the  light 
and  ventilation  in  the  pantries  was  insufficient,  these 
matters  have  all  been  attended  to. 

The  drainage  at  the  Council  Schools  was  found  to 
be  unsatisfactory,  but  has  now  been  put  in  order. 

The  water  supply  for  this  village  is  from  an 
enclosed  spring,  the  water  appears  to  be  of  good 
quality,  but  in  dry  weather  there  is  sometimes  a 
scarcity  on  account  of  the  feed  being  somewhat  slow 
and  not  sufficient  water  stored  for  the  immediate 
needs  of  the  people,  the  collecting  tank  ought  to  be 
enlarged  The  Owners  of  this  property  are  giving  the 
matter  their  attention. 

CASTLESIDE. 

Consett  Road,  13-18 — These  six  houses  were 
found  to  be  unfit  for  human  habitation  and  the  Owner 
has  voluntarily  closed  and  demolished  them.  Six  new 
houses  are  now  being  built,  arranged  as  three  pair  of 
semi-detached  cottages,  which  are  a  very  great 
improvement  on  the  old  houses. 

Muse  Row,  1-7 — General  defects  were  found  in 
these  cottages,  such  as  damp  floors,  defective  walls 
and  roofs,  the  work  has  not  been  put  in  hand  but 
arrangements  have  been  made  for  it  to  be  commenced 
with  so  soon  as  the  weather  is  favourable. 

The  old  out-offices  have  been  pulled  down  and 
seven  new  ash-closets  are  now  being  built. 
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EAST  HEDLEY  HOPE. 

Many  of  the  houses  at  this  place  are  built  of 
brick-on-edge  with  outer  lining  of  wood,  considerable 
repairs  have  been  carried  out  during  the  past  year  by 
renewing  and  painting  the  woodwork,  which  is  still  in 
band,  also  ash-closets  have  been  substituted  for  the 
dilapidated  ashpit-privies  in  Chapel  Row  and  Reading 
Room  Row. 

CORNSAY  COLLIERY. 

Ash-closets  have  been  erected  in  Gillow  Street  (4) 
and  Liddle  Street  B  (21).  The  out  offices  in  Liddle 
Street  A  and  Office  Street  are  similar  in  arrangement 
to  Liddle  Street  B  prior  to  the  alterations  and  should 
have  the  attention  of  the  Owners. 

New  spOuting  has  been  fixed  in  a  large  number 
of  the  houses  but  there  remains  very  much  yet  to  be 
done,  the  back  streets  also  are  in  need  of  repairs. 

SUMMARY  OF  SANITARY  WORK. 

Number  of  cases  of  Nuisances  and  structural 
defects  in  connection  with  dwelling-houses 


reported  and  observed  ...  ...  1,518 

Number  of  the  above  abated  ...  ...  1,066 

Number  of  Cowkeepers  ...  ...  170 

Number  of  Cowsheds  ...  ...  230 

Number  of  Slaughter-houses  ...  ...  32 

All  the  slaughter-houses  and  cowsheds 
have  been  regularly  inspected. 

Number  of  new  houses  built  and  occupied 

during  the  year  ...  ...  ...  51 

Number  of  ash-closets  substituted  for  insanitary 

ashpit-privies  ...  ...  ...  120 

Number  of  water-closets  substisuted  for  same  35 

Plans  have  been  approved  foi  houses  ...  174 
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Plans  have  been  approved  for  other  buildings  34 

Number  of  houses  inspected  under  the  Housing 

and  Town-Planning  Act  ...  ...  3,623 

The  defects  found,  consisting  of  damp  walls 
and  floors,  defective  spouting,  unpaved 
yards,  and  defective  roofs 

Number  of  closing  orders  made  ...  ..  2 

Number  of  houses  closed  under  orders  ...  2 

Number  of  houses  closed  without  orders  ...  32 

Sewage  disposal  works  are  provided  at  Craghead, 
The  Middles,  Holmside,  Pear  Tree,  Langley  Park, 
Ushaw  Moor,  Esh  Winning,  Waterhouses  Station 
area,  Cornsay  Colliery,  Quebec,  Malton  Colliery, 
Croniwell  and  Hedley  Hope  Colliery. 

Land  irrigation  is  adopted  at  Burnhope,  Maiden 
Law,  Medomsley,  Medomsley  Edge,  Bradley  Cottages, 
Villa  Road,  Castleside,  Templetown,  Delves  Terrace 
and  Cornsay  Village. 

At  East  Hedley  Hope  the  sewage  is  discharged 
on  to  the  ballast  heaps,  part  of  which  is  levelled  to 
facilitate  distribution. 

OVERCROWDING. 

On  the  basis  of  Census  Returns,  ie.t  more  than 
two  per  room,  the  percentage  of  overcrowding  at  the 
undermentioned  places  is  as  follows:  —  Burnhope, 
51  per  cent.;  Craghead,  42  per  cent.;  Langley 
Parish,  26  per  cent  ;  Ushaw  Moor,  19  per  cent,  ; 
Greencroft,  16  per  cent.  ;  Esh  Village,  15  per  cent  ; 
Langley  Park,  13  per  cent  ;  Esh  Winning  and  Esh 
Hill  Top,  1 1  per  cent.  ;  Hamsteels,  9  per  cent. 

The  Parishes  of  Medomsley,  15  per  cent.  ; 
Cornsay,  21  per  cent  ;  Knitsley,  11  per  cent.; 
Healeyfield,  1 1  per  cent.  ;  Hedley  Hope,  5  per  cent  ; 
and  the  village  of  Waskerley,  11  per  cent, 
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SCAVENGING. 

Public  scavenging  is  carried  out  in  the  parishes 
of  Esh,  Craghead  and  Lanchester.  In  other  colliery 
villages  the  work  is  done  by  the  Colliery  Companies 
and  has  generally  been  satisfactory. 

I  am,  Gentlemen, 

Your  obedient  servant, 

T.  BUCKRAM, 
Medical  Officer  of  Health. 


□T  .A.  BLE  I  . 

Yital  Statistics  of  Whole  District  during  1914  and  previous  years.  LANCHESTER  RURAL  DISTRICT. 
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Area  of  District  in  acres  (land  and  inland  water)  51,151.  Total  population  at  all  ages,  32,237  at  Census  1911. 
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LANGLEY  PARK  AND  LEADGATE  ISOLATION  HOSPITALS.  MAIDEN  LAW  SANATORIUM. 
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Causes  of,  and  Ages  at  Death  during  the  Year  1914  LANCHESTER  RURAL  DISTRICT- 


CO 


<  t— I 


i  i 


cm 

co 


•n 

03 

+s 

e 

O' 

o 


<u 

cn 


fl 

o 

a 


tn 

fl 

a? 

P 

S3 

©> 


<! 


CM 


O 


Oi 


CO 


CM 


CO  Oi  ICC'  I-H  JO 


0© 


CM 


•  •  :  o  h  co  ci  h  .co 


CO  -  HO  CM 

:  ^ 


O  :  rH  l  Oi 


CM 


<M 


CO 


CO  •  CO 


,  ;  CO  05 


i-H  O  *  CO  5 


r-l  rl  t>  H 


;  CM  :  O  t>»  :  CM 


CO 


CM 


CM  CM 


CO 


co 

Htl 


00 

■Hfl 


03 


H  lO  ^  03  CO  CO  CO 
CM  I — I  T-H 


OOClrtNOOTlCaHjco 
CM  <M  CO  CO  CO 


03 


'ctf 


03  CO  CM  CM  O 
hH  r-H  O  CM 


CJ 


S3 

o 


S3 

□ 

CD 


P 

O 


a, 

£3 

O 


e 

a> 

► 

pH 


<33 

-E 

c 

W 


09 

<33 

S3 

S3 

03 


.a  o 
cr  _ 

fl  h 
e  o  ~ 

a>  o  ” 

>  cC 
fl  bo^ 
O  ’ 


"5  - 

fl  k  a> 

^  -S  " 

So 1 

C  1/3 

•  i-H 

a 


ec 

S3 


3  a 


Ph 


C 

o 

-fl 


<13 


P-cC 

^5h 


2  S  g 
£  g  ® 

!5  £ 

J  53  ® 
+->  -fl  _a 

-O  3  -*3> 

P-i  EH  O 


sh 
CD 

s=  ^ 

t-0  <D 

~  pin 


O 

OQ 

03 

a? 

C/5 


H 

H 

OP 

M 


t- 

o 

-H 

cj 

s-  cc 


05  H* 

g  s  s 
£ 

m  o  pq 

^  ”  r3 


03  .2 


x  & 

CL' 

03  ^ 


O 


ti 
p 

03 

si  -P 
Q  Cd 


•  ^  .  i— I 

5?  "  P3 
P  E 


O 

cC  fl 
C£  o 

I-  E 

o  w 


a 

o 

a 

p 

53 

a 

PhOQ 


.  -a 

&  L. 

—  a? 


2 

03 

o 

o 

o 


c3 

c 

bD 

03 

u 
Pm 

«4-l 

a;  o 

03 

C$  £ 

(1/  03 

05  02 

cc 

Q  o> 

^  03 

rO  HH 
CD  fl 
'e  c3 

PQ  *  - - 

-E>  +=> 

"O  fl  'e 

a  a>  a 

CO  flj  -E 
ol  O  S 

■z:  2(5 


n 

o 


-1-5 

c« 


£ 

O 

C 

-!4 

s 


c 

o 


09 

<13 

o<- 

Sj 

<13 

09 


■  fcO 

-2  «  fl 

P--fl 

<1> 


S3 


<!  }2J  O 


03 

3  ^ 

E  .  O 

o  — 

it  -fl  A 

CS  ■E’ 

ss? 

1-1 
o3  fl  J2 

i>.  -E  C3 

;?  «  x 

•  r-  —  fl 

"fl  A  - 

-A  E  SJ 

a 3  0.  — 

Q  — 
bD 

S3  .5  Q 

ti  -O  ^ 

C  ^  _ 

fl  fll  c 

w)  n  -3 

a  .S  o 

o  •  I-H  rj  H-J  •  I— < 

C?  czi  O  ft 


H3 

fl 

E 

<xc 

a> 

fl  Q 

TT  E 

5  A 

.2  -E 


E 

O 

"O 

03 

a 

CG 

<13 

rO 


lO 

«c> 


CO 

Oi 


•  •  ;  ;  h  o  ♦  ; 

us  h  •  co  co 

<M 

CM 

:  <m 

*  SO  rH  rH  CO 

oo 

.  r-l 

CO 

<M  •  :  •  :  ■  co  ;  <M 

3 

2 

2 

CO 

rH 

•  rH 

CO 

H  (M  ^  O  H 

iO 

- 

rH 

Hfl 

:  ;  :  :  ;  :«rHH 

1 

2 

1 

CM 

:  cu 

rH 

;  rH  • 

oo 

rH 

CM 

CO 


o 

CO 


o 


tE 

•^1 


CO 


03 

E) 

Hi 

Eh 

C 

Eh 


CO  r*H 


Lobar  Pneumonia 
Hypostatic  Pneumonia 


LANCHESTER  RURAL  DISTRICT. 

INFANT  MORTALITY-  Nett  Deaths  from  stated  causes  at  various  Ages  under  1  Year  of  Age 
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Nett  Births  in  the  year — Legitimate  1,006,  Illegitimate  34,  Total  1,040. 


Annual  Report  of  the  Medical  Officer  of  Health  for  the  Year  1914,  for  the 
Rural  District  of  Lanchester,  on  the  administration  of  the  Factory  and  Workshops 
Act,  1901,  in  connection  with  Factories,  Workshops,  Laundries,  Workplaces,  and  Home-work, 
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